Who Controls America? 


Who Controls the Federal Reserve System? (Part 2) 

The Federal Reserve System: 

http://www.federalreserve.gov/aboutthefed/default.htm 

http://en.wikipedia.org/wiki/Federal Reserve System 

For the past forty(40) years, every Chairman of the Federal Reserve System has been a Jew, 
except for a brief period of seventeen(17) months. These are the Chairmen of the Federal 
Reserve System since 1970. 


Arthur F. Burns(Ashkenazi Jew) 

term: February 1, 1970 January 31, 1978 
http://en.wikipedia.org/wiki/Arthur F. Burns 
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George W. Miller(White European) 

term: March 8, 1978 August 6, 1979 
httD://en.wikiDedia.org/wiki/G. William Miller 
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Paul A. Volcker(Ashkenazi Jew) 

term: August 6, 1979 August 11, 1987 
httD://en.wikiDedia.or 2 /wiki/Paul Volcker 
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Alan C. Greenspan(Ashkenazi Jew) 

term: August 11, 1987 January 31, 2006 
http://en.wikipedia.org/wiki/Alan Greenspan 





Ben S. Bernanke(Ashkenazi Jew) 

term: February 1, 2006 present 


Summary: 

Jews are approximately 2% of the U.S. population.* Therefore the probability that alm ost. 



every Chairman of the Federal Reserve System since 1970 would be a Jew is infinitesimally 
small. 

* Jewish Population of the United States by State: 
http://www.iewishvirtuallibrary.org/isource/US-Israel/usiewpop.html 

https://web-beta.archive.Org/web/20120309134347/http://thezog. wordpress.com/who-controls- 

the-federal-reserve-system-part-2/ 
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